KONICA MINOLTA 

PagePro 1350W 




■ Stylish, compact personal laser printer for Windows® users 
I Up to 21 pages per minute 

I USB and parallel interfaces; 10/100BaseTX Ethernet® available 




The essentials of imaging 



Compact personal printer for home and business 




Professional Documents at Your Fingertips 

Sleek, small, and affordable, the PagePro™ 1350W 
from KONICA MINOLTA is a dedicated laser printer for 
professional and home-office use. The PagePro 1350W 

provides the convenience and privacy benefits only a 
personal printer can, with performance that matches 
many shared office printers. And its best-in-class 
quality makes printing memos, reports, and other 
business documents a stand-out affair. 



Printing Essentials 

• Able to deliver up to 21 pages per minute, the 
PagePro 1350W outpaces printers in its class to keep 
pace with you. 

• Get professional prints with true 1200 x 1200 dpi. 
The PagePro 1350W produces the same great quality 
printing on any of its supported media types, including 
plain paper, thick stock, envelopes, and labels. 

• With 'Plug and Play' USB and parallel interfaces, the 
PagePro 1350W is quick to set up and print from any 
Microsoft® Windows application. Choose the PagePro 
1350WN with a fast Ethernet interface to accommo- 
date the entire office. 





Easy to Use 

• Designed with the non-technical user in mind, the 
PagePro 1350W comes with straightforward printer 
drivers and installation software. 

• The PagePro 1350W includes a Status Display utility 
to conveniently check printer status. It also offers 
step-by-step on-screen instructions to correct issues. 

• Microsoft certified for meeting compatibility standards 
with Windows XP, 2000, Me, and 98SE offers users 
further peace of mind. 



Pleasure to Own 

• Measuring only 15" wide, the PagePro 1350W's small 
stature is a big plus for the space-deprived desktop. 

• The printer's finishing touches include a fold-away 
paper tray to minimize desk space, built-in cable hooks 
to keep cords in place, and a quiet operation mode. 

• The PagePro 1350W has more than an attractively low 
purchase price. Its high-yield supplies and plain paper 
printing make it a great investment for everyday use. 




PagePro 1350W 





Print speed 



■ 21 ppm (letter) 

■ First page out in 13 seconds 

Interfaces 





■ USB, IEEE 1284 parallel 

■ 10/lOOBaseTX Ethernet 
(std. 1350WN; opt. 1350W) 

■ Rear cable hooks keep cords tidy I 




Memory 


■- 


■ 8 MB RAM 


■- 


Compatibility 1 




■ Windows XP, 2000, Me, 98SE 1 


■ 


Resolution 1 



Up to 1200 x 1200 dpi 




Paper output 



100-sheet face-down output tray 
Output tray retracts to minimize 
space 



Consumables 

■ Easily accessible supplies 

■ Pre-installed for easy setup 



Desktop Fit 



15.2" x 15.9" x 13.7" (WxDxH) 
Sleek, two-tone design 



Paper size and input 



Up to legal (8.5" x 14") 
150-sheet multipurpose tray 
Flip-down input tray reduces 
desk-space requirements 





KONICA MINOLTA 




PagePro 1350W - Technical 



Printing Process 

Print Method: electrophotographic laser 
Print Speed: up to 21 ppm (letter) 

First Page Output Time: less than 13 seconds from an idle, ready state 
(Exact print speed differs depending on system configuration, software 
application, driver, and document complexity) 
Resolution: 1200 x 1200 dpi, 1200 x 600 dpi, 600 x 600 dpi 
Recommended Duty Cycle: 15,000 prints per month maximum 

Hardware and Software Capabilities 

Processor: Naltec Nl 48 MHz 

Memory: 8 MB RAM (standard/maximum) 

Operating System Compatibility: Windows XP, Me, 2000, 98SE 

Interface Support 

PagePro 1350W 

Standard Interfaces: USB 1.1 and IEEE 1284 parallel interfaces 
(supporting Microsoft 'Plug and Play') 

Optional Interface: External 10/100BaseTX Ethernet® interface (SEH 
BaseLine 650 Print Server) 
PagePro 1350WN 

Standard Interfaces: External 10/100BaseTX Ethernet (SEH BaseLine 650 
Print Server), USB 1.1 and IEEE 1284 parallel interfaces (supporting 
Microsoft 'Plug and Play') 



Paper Handling 

Standard Paper Input: 150-sheet multipurpose tray 

Standard Paper Output: 100-sheet face-down output tray 

Paper Sizes Supported: Letter, Legal, A4, A5, B5 (JIS), Executive, Statement, 

Govt. Letter, Govt. Legal, Folio, Letter Plus, 8" x 10", Foolscap, Chinese 16K, 

Chinese 32K, Double Postcard, Japanese Postcard; COM 10, DL, Monarch, 



Features at a Glance 



Features/Model 


PagePro 1350W 


PagePro 1350WN 


Compatibility 


Windows 


Windows 


Print Speed 


21 ppm 


21 ppm 


Resolution 


1200 x 1200 dpi 


1200 x 1200 dpi 


RAM 


8 MB 


8 MB 


Hard Drive 


N/A 


N/A 


Network Interface 


0 


• 


150-Sheet Multipurpose Tray 


• 


• 


100-Sheet Face-down Output Tray 


• 


• 


Manual Duplexing 


• 


• 



o Optional 



C5, C6, B5 (ISO), Chou 3, and Chou 4 envelopes 
Duplex Printing: manual 

Printable Area: 4 mm from all edges of the paper 

Paper Weights: Plain paper: 16 - 24 lb. Bond (60 - 90 g/m 2 ) 

Thick stock: 24 - 90 lb. Index (90 - 163 g/m 2 ) 

Print Media: Plain paper, recycled paper, thick stock, OHP transparencies, laser- 
quality labels, envelopes, and Japanese Post Office standard postcards 

Physical 

Type: Laser printer with internal controller 
Dimensions (WxDxH): 

w/ trays closed: 15.2" x 11.5" x 11.1" (387 mm x 291 mm x 283 mm) 
w/ trays extended: 15.2" x 15.9" x 13.7" (387 mm x 405 mm x 348 mm) 
as shipped: 19.5" x 15.6" x 15.5" (496 mm x 396 mm x 393 mm) 
Weight: 

w/ consumables: 17.2 lbs. (7.8 kg) 
w/o consumables: 15.4 lbs. (7 kg) 
as shipped: 20.5 lbs. (9.3 kg) 

Electrical 

Power Requirements: 110-127 VAC ±10%; 50/60 Hz ±3% 
Power Consumption (120V): 

Operating: 400W or less; 900W maximum 
Energy-Saving Mode: 15W or less 
Energy Star Compliant* 

Environmental 

Temperature Requirements: 

Operating: 50° to 95° F (10° to 35° C) 
Non-Operating: 32° to 95° F (0° to 35° C) 
Humidity: 

Operating: 15% to 85% RH 
Non-Operating: 10% to 85% RH 
Noise Levels: 

Operating: <54 dB(A) 
Standby: <35 dB(A) 

Regulatory/Safety Conformity 

UL, cUL, FCC-B, DOC, VCCI, CE Marking, C-Tick, CDRH 

Consumables 

Toner Cartridge: 

Starter: yields up to 1,500 pages (letter/A4) at 5% coverage 
Standard Replacement: yields up to 3,000 pages (letter/A4) at 5% coverage 
High-Capacity Replacement: yields up to 6,000 pages (letter/A4) at 5% coverage 
OPC Drum: yields up to 20,000 pages (letter/A4) at 5% coverage 

The stated life expectancy of each consumable in your printer is based on printing 
under specific operating conditions such as page coverage for a particular page 
size (5% coverage of letter/A4). The actual consumables life will vary depending 
on the use and other printing variables including page coverage, page size, media 
type, continuous or intermittent printing, ambient temperature and humidity. 



Warranty Period and Conditions 

1 year exchange (not available in all areas) 



Q-SHOP.com 

buy on-line 



KONICA MINOLTA PRINTING SOLUTIONS U.S.A., INC. 
(USA, Canada, Latin America) 

Tel.: +1 (800) 523 2696 
Fax: +1 (251) 639 4490 

Websites: 

http://printer.konicaminolta.com 
www.q-shopusa.com 
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* The addition of some options, in some combinations may cause the product to become non-compliant. Energy Star compliance does not 
represent an EPA endorsement of any product or service. Specifications are subject to change without notice. 
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